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A) buman ailments, with the exception of highly infectious 
and contagious diseases. are traceable t0 one cause: Imperfect cir- 
culation and impoverished blood. y 

During our youth, when we take plenty of exercise, enjoy 
sound sleep, our blood is rich and we are insured of a copious 
supply to every part of our body. 

Gradually, as we grow older, we pursue a more sedate mode 
of living and our circulation slows down at the same time. The 
flow of blood through our veins is slower and our whole body 
suffers. 

When our body is in this condition, germs find fertile field 
to lodge and multiply. 

j For this reason, weak and run-down persons become easy 
prey to almost any disease to which they are exposed. 


How To REMEDY THIS CONDITION 


It is reasonable to assume that by increasing the flow of 
blood through the body, the reverse of this process will be true 
and the congestion and disorder can be relieved. 


A systematic course in physical culture will, in time, renovate 
the body completely. Few of us are able to devote necessary time 
to such course. By means of Violet Ray treatment, every func- 
tional activity of the body can be speeded up and the blood 
made to run through the veins with renewed vigor. 


CONCENTRATION 
An important feature of this treatment is that it can be con- 
centrated to any particular organ that requires special treatment. 
It brings a vigorous surge of rich, warm blood to any part, thereby 
washing away the silt of disease. strengthening and nourishing 
the tissues, and giving vigor and vitality to any part treated. 
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body to vibrate. sives 
and as its frequency is so high that it is 
is rapid and powerful. j 


It imparts new life to each individual cell and enables it 
to more readily absorb the nutriment from the blood stream, 
thereby building new tissue. In short, it tends to revive and 
invigorate every bodily tissue by rejuvenating each individual cell 
of which it is composed. 


SUMMARY EFFECT OF VIOLET RAY 
TREATMENT 


When daily treatments are given with Violet 
Rays the following effects are observed: 


Return of Sleep. 
Increase of strength and vital energy. 
Increase in cheerfulness and power for work. 


Improvement in appetite, digestion, etc. 


__ Increase of blood supply to the point of applica 
tion. 


General increase of local nutrition and progressive 
improvement in the general functions. 


Increase of secretions. 
Soothing effect on the nervous system. 
Increase of oxygen in the blood. (Ozone being 


driven directly through the skin into the tissues, 
accomplishing “‘ozonization” of the blood.) 








Second: Stimmelenng Toric and Tnvigoration. 
Stimelation and imvigoration is produced whenever an elec- 


trode is somewhat lifted during its application or used through 
doth or dothing. 

This stimulation is caused by the many small sparks called 
the High Frequency Spray. They bombard the area which they 
cover, causing a tingling but pleasant sensation. They have 2 
beneficial heating effect. too. Besides they generate ozone. Par- 
ticles of this ozone are drive: right into the tissues, causing 
ozonization of the blood. Sparks are also germ-killing and have 
2 great power over infection. 

Stimulating treatments as produced by application 
through the clothing or through a towel which has been put over 
the part to be treated. As the length of the stimulating spray 
depends on the thickness of the interposed dry resistance, that is 

effect is obtainable. Anything 

Turkish rowel can be used for 

ad of cloth insures a uniformity 

be obtained in any other way. 

m powder often suffices to create 

s will, at the same time, allow 

t. A slight perspiration results 


3 c - _ If the application of tal 
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enough resistance in such a case. 
however, may require the use of several 

‘Long sparks from the applicator will cause 
tion. Counter iritation relieves wonderfully quickly pains of 
many sorts. 7 

It is often the very welcome means to kill the pain of a 
toothache. You will appreciate this pain-relieving quality of the 
Violet Ray also in sprains, strains, bruises, ete, Counter irritating 
applications are better, swifter, and more effective than plasters 
and liniments. In fact, they replace them entirely. Stimulating 
treatments are long lasting in. their effects. They are not like 
drugs or a glass of wine because they are not followed by a reaction. 
They do not create any habits. 


Thicd: Internal Antiseptic. 


The effect of inhaling ozone is much the same as that of 
inhaling copious quantities of pure air. It purifies and enriches 
the blood, invigorates the body, and causes pure oxygen to be 
taken up in large quantities in the blood stream. 

Ozone inhalation is of particular benefit in the treatment of 
respiratory disorders. Taken into the lungs, it immediately 
attacks the disease cells and causes them to be oxidized and thrown 
off with the exhaled air. This treatment has been found to be of 
great benefit in cases of bronchitis, colds on the lungs, tuberculosis 
and similar troubles. 


PAIN RELIEVING 
Rheumatism 

The blood deposits poisons when the circulation becomes 
sluggish, usually at the joints and we feel a slight pain. Con- 
tinued deposits cause the joints to swell and inflammation to set in. 
This is called articular rheumatism. The same condition causes 
pain in the muscles and we have muscular rheumatism. 

Violet Rays restore circulation and drive oxygen into the 
blood, thereby bringing back to a normal condition the afflicted 
part. 

‘The Condensor Electrode is found most beneficial and should 
be taken twice daily with a medium strength current. The very 


first treatment brings a warm, glowing tinge to the skin and 
relief is apparent. 





"with a milder current. 
Lumbago 3 q 
“This is treated like rheumatism, preferably through the cloth- 
ing, and with a strong current and With the condensor electrode, 
twice a day. 
Headaches—Insomnia—Brain Fag j 
When the blood collects in pools throughout the body, it 
becomes stagnant. One of the most troublesome of these is the 
cavity in the skull where it directly affects the brain. ‘This causes 
feadaches, brain fag and insomnia. Everyone knows that pro- 
longed mental effort will bring about a congestion in the brain 
that dulls our power of thought. When this is demanded over 
} long period of time, circulation is impaired, the nerves irritated 
sad the familiar, dull headache, results. The general treatment 
ie to use the surface electrode and apply it to the different parts 
of the head, thereby relieving the congestion. 


Hair—Scalp—Skin 

The hair roots are fed, just as every other part of the body 
is, through the blood. For treatment of the scalp we have a 
special comb applicator which pulls easily through the hair and 
tonforms to the shape of the head. Millions of tiny electric 
sparks carry pure ozone to the small capillaries through which the 
blood fiows in the scalp. These tiny capillaries are gently mas- 
saged, and nourishment is brought to the roots of the hair. The 
very first treatment brings a long, glowing, healthy feeling to the 
scalp, and with few successive treatments, itching will stop, hair 
will cease falling, and dandruff disappear. In many cases, gray 
hair will even be restored to its natural color. By stimulating 
the scalp apparently dead hair will quickly take on a natural 
glossy and healthy appearance. 


“The Violet Ray applied to the face, brings fresh, rich oxygen- 
laden blood, which cleanses the pores, dissolves poisons and other 
waste matter and assists nature to produce a natural, glowing, 
healthy condition or complexion, One short treatment every 
evening and every morning will work wonders on the complexion. 
Run-Down Condition 

General weakness, tiredness, loss of weight. lack of appetite, 
usually indicate anemia or impoverished blood and poor circula- 
tion. Violet Ray stands alone as the most potent treatment 
known to science in giving quick relief to such disorders. 
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: The 
‘held firmly in thi 2 ey 
strong current which massages the body with a stimulating cellular 
massage. Ozone inhalations give very beneficial results. 
Dyspepsia, Constipation and Digestive 

This treatment consists in getting the blood into circulation 
so that it will find its way to the lungs to be properly purified. 
Then the digestive organs must be stimulated to function prop- 
erly, so they will rid themselves of the accumulation of bodily 
waste. Its great advantage over medical treatment is that it can 
be applied directly to the seat of trouble. 

For the relief of indigestion and constipation, the current 
should be first applied to the abdomen. ‘The applicator should be 
held in loose contact with the skin, so that a mildly stimulating 
effect is obtained. This, in turn, will speed up circulation, 
stimulate the muscles of the abdominal wall and relieve the con- 
gested organs. Treatment of the spinal nerve centers should 
follow the above treatment. 


STRENGTHENING THE REPRODUCTIVE SYSTEM 


The various weaknesses that afflict these organs in both men 
and women spring from the same general causes as most other 
bodily weaknesses, and must be treated accordingly. 

Correcting Female Complaints 

It is true that the sexual system, particularly in women, is 
very delicately adjusted, and, consequently, any disorder affecting 
other parts of the body may have an influence on this system. 
Women suffering from anemia, obesity, digestive disturbances 
and nervous disorders will, in nine cases out of ten, suffer from 
female troubles also. Because of this, they usually resort to treat- 
ment with some nostrum that acts directly on the organs instead of 
getting at the fundamental cause of the trouble. 

In women, disorders of this kind may be classified into three 
groups: The first group includes those caused by weakness of 
the parts or of the supporting ligaments and tissues. The second 
group includes nervous complaints and the third those resulting 


from internal infections. Into the first class may be placed all 
displacements and similar troubles chat are so common and dis- 


tressing. “The second, or nervous disorders, may be regarded as 
functional disorders that contribute to the development of the first 
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and manifest themsel the lope 


h several orgazs. — 
y, iptoms indicate a complication of disorders falling 
at least two of these classes. $ 


Violet Ray treatment gives the most gratifying results in 
correctinng disorders of this kind, for the reason that by proper 
application and treatment, the effects are both constitutional and 
jocal, which insures rapid improvement. 


The third class of troubles mentioned—those caused by 
internal infections—are usually characterized by inflammation, 
pain and frequently by unnatural discharges. The treatment de- 
scribed in the preceding paragraph should be used, and in addition 
internal treatment with one of the vaginal electrodes, preferably 
the insulating electrode. This internal application acts not only 
as a local antiseptic, but relieves inflammations as well. Applica- 
tors for administering internal treatment will be found in the back 
of this booklet. The duration of this should not exceed five or 
six minutes. ‘ 


TREATMENT FOR MEN 


With men, disorders of the reproductive organs seldom cause 
the physical distress as with women, but their influence on the 
mental condition of the man is frequently even more severe. Men 
become afflicted with these troubles largely through the same causes 
as women—lack of exercise, faulty nutrition, nervous conditions, 
etc. These are all too frequently aggravated by excessive use of 
tobacco, alcohol and sexual indiscretions 

The same general tonic treatment prescribed for women 
should be taken by men also. In addition to this, great benefit 
will be derived from daily treatment of the external organs lasting 
for from five to seven minutes. This should be given with a 
medium current, keeping the applicator in loose contact with the 
skin so that a stimulating tonic effect is obtained. 


PROSTATIC TROUBLE 


Prostatic trouble becomes apparent in nearly all men after 
they reach the age of thirty-five or forty. The prostate gland 
is a small gland completely surrounding the urethra at the mouth 
of the bladder. Poor circulation, faulty nutrition, etc., cause this 

“gland to become inflamed and swollen, and pain and agony 
alta 





For pel 
the practically certain relief that coi : ee 
Rays. Prominent physicians report st beneficial results in 
nine out of ten cases. : 

Treatment should be taken with either our special prostatic 
or insulated rectal applicators. By means of this, heat is brought 
jn almost direct contact with the gland inside the body and relief 
is experienced at once. ‘The circulation is improved, nutriment 
and oxygen are brought directly to the gland and the inflamma- 
tion and pain disappears as if by magic, 

External treatment shoud be taken over the entire lower 
spine, ‘This stimulates and builds up the network cf meres 
running to and around the gland. A mild current should be 
used for about five minutes daily. 


IMPORTANT 


ALWAYS insert applicator into the handle with a 
straight push and remove with a straight pull. 
NEVER TWIST. 


ALWAYS turn off switch at light socket when 
through using. The adjustment kzob on the 
instrument is to regulate the strength of current 
—not to use as a switch. 


NEVER use the generatoz: when in a bathtub or 
when connection is made from the body to the 
ground, by radiators, water pipes, lighting fix- 
tures, etc. 


NEVER use generator on the hair when using at the 
same time a hair tonic containing a large percent- 
age of alcohol. 


NEVER oil the generator 


NEVER attempt to repair the generators. Should 
it get out of order notify us. We will not be 
responsible for instruments that have been taken 
apart by the user or by electrical repairmen 
other than our own 
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Marvel No. Al 


The Marvel is a high-grade, low-priced, well-built, 
One-piece instrument intended for private use and is 
equipped with surface electrode. Space is provided in 
the case for other electrodes if the customer wishes to 
buy them 


The instrument is wound with our specially pre- 
pared impregnated wire, which makes it unnecessary 
to bake the secondary coil in wax. It is encased in our 
“grip-tight’”” indestructible handle and is equipped with 
seven feet of high-grade cord and separable plug. 














Super Marvel No. 3 


The SUPER MARVEL represents the greatest 
value ever offered in a violet ray high-frequency gen- 
erator. The instrument is finely built throughout, is 
exceedingly well insulated and the secondary coil is 
wound with our specially prepared impregnated wire, 
which eliminates the possibility of wax running and 
lowering of efficiency which occurs in instruments where 
t is necessary to bake the secondary coil in wax. 


The machine is encased in our “grip-tight” inde- 
structible handle, equipped with seven feet of cord and 
separable plug. It is smaller in diameter than any 
other high-grade one-piece machine on the market and 
being perfectly balanced, is very easy to hold. 


The violet ray discharge is powerful and highly 
diffused, without any disagreeable kick. The machine 
is packed in a beautiful silk lined carrying case and is 


equipped with three electrodes, the surface, comb and 
throat 











contact, Make pacha be 
Do the same whea the treatment is finished. 


This will cave you the little sparks you may othen 
docs this little spark. when making contact with the applicator and when remov- 
ing it, hurt. If you think it does, ic is imaginary. Jest use common sense 
and a little judgment and you will find that even one-half inch of-High 
Frequency discharge does not cause any pain. 


ORIFICIAL TREATMENTS 

All orificial electrodes must be lubricated before insertion. They should 
be properly sterilized. It is wrong to believe that orificial treatments are pail 
fal. There is, in fact. no other sensation ‘than that of 3 beneficial 
ing the application. Orificial treatments cbould not last over five minutes 
also advissble to move the electrode during ‘the treatment just slightly so 
a5 to avoid its sticking to the mucous membrane. Orificial treatments require 
for safety's sake and for better results. aways two people. patient and operator 
Always turn the current on after insertion of the applicator and tur the current 
Off before removing the same. Use metal electfode No. $6 in the machine and 
apply to the metal cap of the orificial applicator to prevent breaking glass within 
the orifice 


TAKE CARE OF Gi.x§s APPLICATORS 


Cleanliness is of great impor: Inasmuch 3s the Violet Ray itself 
is germicidal in character. all applicators should, nevertheless, be kept clean so 
that no infertion can be spread whereve: several people may use the same Violet 
Ray Instrament. The wiping off of the electrodes on a towel or just rinsing in 
water is not enough. Use warm wo:cr and soap at least to guard against 
(troubles. In cases of skin and scalp diseases. be exceptionally careful. All 
lass electrodes stand besting and con +: boiled in water. If you intend to 
[ise some antiseptic solution for immersing the electrode. be sure that the mixture 





Turn the current on: first, electric 
machine. 

‘Turn the adjusting knob switch 
diminish the 

In orificial treatments, the electrode shoul 

Jhout inserting it in the instumer ‘Then place Electrode No. S6 
in the instrument. Hold this metal electrode against the metal cap 
‘of the orificial electrode. Use Iubricant - S all orificial electrodes. 
(For physicians.) 

In the indirect treatment, the party to be cesta hold the instru- 
ment. with metal Electrode No. $6 held in the other hand. ‘The 
current should then be turned on and some second party, with either 
hand, fingertips or another applicator, draw the current to the desired 
spot of the patient’s body. This method can be used for body 
massage, facial massage and scalp treatment. 

Do not attempt to repair instrament, if the necessity arises, write 
to the factory, advising of your difficulties and we will inform you 
what to do. 

Do not use any violet ray instrument in connection with hair tonic con- 
taining alcohol. 

Any treatment should be started with a mild current and gradually increased 
to the required strength. 

When a treatment is completed, do not forget to turn off the current at 
the switch, or. to be on the safe side, remove plug from the electric 
light socket. Damage arising from carelessness is not covered in our 
guarantee, 

‘The standard winding for this instrument is 110 volts. If voltage is 
higher or lower than 15 per cent, special windings or series resistances 
must be used to prevent damage. We will supply all :nccessary 
information upon request. 

‘Take care of the connecting cords. They should be kept dry and free 
from knots and twists and must be repaired when signs of wear 
are apparent 

Should you break the glass Electrode off in the machine accidentally, 
simply take 2 pair of long nose pliers and pull out the broken part, 
after disconnecting plug from current. 








Marvel Special No. 5 
Marvel Special No. 5 B 


ith cautery instead of condenser electrode 


The MARVEL-SPECIAL is equipped with a 
double vibrating spring and tension bar which permits 
the finest regulation from a very low to a highly power- 
ful diffused spark, without any disagreeable kick. 


This instrument is equipped with surface, comb, 
throat, condenser and metal electrodes. The condenser 
electrode is used where a very powerful penetrating ray 
is desired, such as, in the treatment of rheumatism, etc., 
and the metal electrode is used for indirect treatments. 
The outfit can be furnished with a fulguration electrode 
instead of the condenser for beauty parlor use and is 
then known as the MARVEL -SPECIAL No. 5B. 

















Marvel Ozone No. 7 


The MARVEL-OZONE represents the last word 
in violet ray construction, It is wound with our spe- 
cially impregnated wire which eliminates heating, run- 
ning of wax and consequent lowering of efficiency which 
occurs in instruments where the secondary coil is baked 
in wax 

This instrument is encased in our “‘grip-tight’’ inde- 
structible handle and is highly insulated. Nothing but 
the very finest material is used. The workmanship is 
the finest that can be commanded and the outfit is with- 
out comparison 

This ozone instrument is equipped with all the 
most popular rodes and a complete ozone attach- 
ment, 

Especially for physician or family use. 


It is equipped with surface, comb, throat, metal 
ozone generator complete with inhalent. Packed in a 
stunning silk-lined case 
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cians have obtained excelle 
with Violet Ray treatment alone, 
found very beneficial where medical 


Abscesses 
trade No, SI in comtact with 
owe i remy over "the 
3 
Theses veloping dbscess, ite growth 
Bin‘ be arrested. 

Acne (Pimples) F 
rent the entire surface for about 
minite! with Electrode No. Si. | Where 
munate“are forming ralge the electrode 

pe io gice a seal Spark Tow 
Jha thin towel or folded 
ae Somewhat of 
tare tcing’ effect and. will, soon cause 
feet vimples to ripen, and disappear. 
Wher vie re ‘ment through an. inter 
ved dry resistan 
Kerchiet seems. disagreeable, apply the 
applicator Nev SI direct, but powder the 
SElm with talcum powder. This usually 
Suffices to create ‘dey surface and_at 
thev‘tame, time prevents the 
Gide apbticater! toe damp a 


Alopecia (Falling Hair) 


8 weak current at first, and in. 
crease tos medium strength later on. 

‘electrode No. 83. Pass the comb 
Back and forth over the entire scalp 
for about 4 minutes every day. Use 
the same treatment for boldness due 
fo sickness and for gray halr in order 
1 restore it to its hatural color. Do 
Bor re ‘Violet immediately after 


Bandkerchief. 


Anemia 


Genertl applications to the naked aur. 
face of the Body, hier atoui herds 
fod pondered wie titus pede Ste 
fie chest sodomen, tuck ararmsce, OS 
‘ering the whole as thorough as possible. 
Bertone the, Soy tenation of Theta 
Ginutes,, The renencrative forces For 
pipmaction often tea rare. for 
Siiotinted ton greats” weehy 


High Frequency. current 4 


eee 


1a 
“(Hardening of 
igh Blood 


Hi; 


Ds 
dare 
ee 


the ‘mal 

soluble’ Electriclay eeske the. pe 

stance, which, in the body, are 

the. vein, an ‘contain, the ‘con: 
Guctible carbonates and 

‘in need of pu 

No. Sl or. 


lof about 5 minutes 
erve. tol Thlood 


th of 


Jly electrode No. $1 over the chest 
‘and No. 55 to throat glands for about 
tif it 
for (in back of book! 
‘Yaken when attack is near. much 
feliel_ can be had and sometimes the 
attack can be entirely averted. 


Ataxia 

The current should be as strong as 
it can be tolerated for this treatment. 
Apply with electrode No. 54 or (31) 
tothe entire spine. over buttocks, abdo 
fen and. back lews. Daily. treatments 
Etsting about 10 minutes are necessary. 
at first, They can be gradually decreased 
‘ith the progressing improvement. to 
Thout two a ereok’ 


Backache 


Treat sore muscles in back through 
bath towel with Electrode No. Si and 
cover the entire painful area. This, will 
relieve all pain. ackache may have 
different causes, as weakness of the 
Bladder or sexual organs, lumbago, rheu 
matiam, kidney discase, it is of impor. 
tance to treat the cause also. 


Barbers Itch 

Trent the affected read 
Nor'St' clestsode for about 3 
Niall pyar over the whole ot 
toward “the ‘adges “are: very hepa 
Treatment through a handkerch teh Gy 
advisable: Yeu cannot climove it tt og 
ireatment, therefore be" watient 





Tonk current. thevarea’ over the 
“minutes twice "a day- 
vagcine will clear fast, Relief is weunl: 
[ako With ‘strong ‘current 
Boils 
(See Furunculosis) 
Bronchitis 
sparks applied through » Turk- 
ish Cowel with electrode No. S2 over 
{Ne Chest and. back, sufficient to pro: 
fice t redding of the igh. help. won 
Sertully: 1s Ozone Generator for 
inhalations, (See back of book.) 
Blackheads 


A mild to 


reat with slectrade, No. SI or S2 
Bindae 


medium jcurgent applied 
with Applicator No. 51 for 3-5 miuutes 
Ae Teast ance every’ day. This will soon 
Femove blackheads. Use taleum powder 
Sr Tigh Frequency lubricant over the 
‘ntea you intend to treat 


Brain Fag 


Use applicator No. 31 medium cus: 
rent" over the forehead and eyes. bac 
of hend and’ neck and ‘also down. the 
Spine for" about. ® ‘minutes Relief fs 
sire Oxgredinhaltion fer about 3 

nutes will greatly help the condition 
find invigorate the whole system, (Sea 
Grone Generator in back of book) 


Breast Development 
Cover ‘the entire area to be developed 


ip your treatment. Uae electrode No. 
SI for about 5-—7 ‘minutes daily. Move 
it lightly over each side, from the neck 
downward and “also! from arm ‘pit to 
ABP punase each ‘Breast. pressing 


Bunions 
Use No. 82 or S18 elect 

pethiim Current “for about 8 esincte 
cep the applicator “in 

the "akin but move it ‘los 

entire: painful ‘nees 


Brights Disease 


ievean ‘be noticed that the. albeseesy 


ee 
jo 820. 
5 den 
Physician, tesa 


Te ie often “used 
Begtion with X Rays, “ae i 


srelied with: bee 
dental electrode, $a ane 


Carbuncles 

applicator No. S! for 5—6 
minutes twice a day over the carbuncle, 
keeping it in contact with the same, 
A medium current strength is sufficient. 
Electrode No. 9 is also very convenient. 


Catarrh-Nasal 

Rub clectrode No. S! using = me: 
dium current, over the outer surlace 
of nose and also the back of the neck, 
for" about 5 “minutes. Take Ozone 
Inhalation with the Ozone | Generator 
(see back “of book). Electrode Ne 
S52 ia successfully used in nostri 


Cataract 

lose € “lida and use slectrode No. 
S18 with. weak current for 4 ‘minutes: 
Results are “often surprising. 


Chilblains * 
Treat the affected part with No. SI 

electrode for 6—8 minutes. Keep. the 

applicator in contact and use a medium 


Cold Extremities 

Use a strong cugrent with electrode 
No. "$2" for about 5 minutes Over the 
opting Bagte broguce™ = reddening of 
the skin the applicator in con: 
ace but moving tt. Repeat, if neces 
Step. Seimes a day. : 
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Colds in Lungs 
‘Treat the che “ end back in the 
Mer explained — under 
Anan, tat ceveral” minatoe, | Gee 
iy tatheesral minatees ater 
Bak ct book). 


Constipation 
rong_current. with No. 
‘audominal "aren 
16, ronan, en 
moving times 
‘lectrode” No. $32,""33. 
to. great advantage 
electrodes should be “lubricated 
‘Insertion into” the rectum, 
‘of onificial treatment. is. suffi 
Uae Soin conjunctions ‘with 
fectal electrodes. 
Consumption 
The party to, receive the treatment 
must’ be stripped of all clothing tothe 
Fane Hine the nkin of the trunk of 
the body should be dried and powdered 
ith talcum’ powder all "over. Use 
Blectrode No. 82"and apply the Hi 
Frequency Current to the chest 
witinimedium ‘current, strength 
Erease to heavy discharge by and. By. 
Move" the applicator also. towards the 
throat. This starts the. secretory 
tlands to" action ‘and improves. the 
utrient blood-supply through the te: 
Fill”your lungs. an, much 
ible by “deep breathing 


et 
Aritrone current. should’ Be weed over 
the shoulder blades. the Vode! teerte 
caters “and the kidneys: Orone inhias 
Back oF book) is of “the areatest 
portance Ip ain katiereuldl eon 
itions’ where ‘Ozone Tobalations othe 


Corns 
Take electrode No, 


tnd hold ‘it abour 

‘Allow. short sparits t0) pe 
seconde 

pe or two Applica 

Hone with) No” S18, Swnich’ ia Totton 
Shmped’” direct ‘over’ tht" ‘Seen int chore 
fontact for’ 2 or°3 ‘minutes 

Pein relieving 


the” corn for a. Few 
Re this in» ae, 


Use electrode No. S!_or preferably 
No. 'S2 ‘over’ the region of ‘the stomach. 
Daily applications of 6 minutes will 
moat cases considerable. improv 
iment. A strong cursent. is necesomry, 
Decrease treatment. gradually, do. not 
entirely stop with. them at once. 
Earache, Ear Diseases 

Insert electrode No. S10 and use a 
mild'current for short periods of time. 
Applications, to the back “of, the ‘car 
wT No's|? asnist. ‘this treatment 


heating 
too” marked, interrupt 
application and repeat it at conveni- 


Eczema 

Lay a handkerchief or piece of thin 
cloth over the affected area and treat 
with. ‘electrode "No, S!- through | the 
Same with a mild current at frat. 
increase the. current str during 
the treatment if it can be tolerated. 
If che akin” itches—lift. the electrode 
slightly “from the cloth. This will 
belne ‘quick relief. “Daily treatments 
Insting “3-5 minutes effect a cure in 
nearly. all 


Epilepsy 





Falling Hair 
(See Alopecia) 


Felons, 

fe with No. 
mild “current in’ close’ “contact 
From 46" minutes: 


ale Troubles 
Ce ee rast casaUne uals: 
530 a= ae $31. They prea De 
cated belore insertion. A medi 
ee 5 minutes is lied. 
@ circum 
require. During menstruation an exces- 
Sive How of blood may result as High 
Frequency’ currents draw the’ blood: 
Turn the current on after insertion of 
electrode and turn the current off 
before removing the electrode to avoid 
unecessa: rking. (See technique.) 
Electrode No. S6 should always be 
sedis conjunction with erifelal, elec: 


electrode and a 
daily 


Fistulas 
$14-33-35-36 as 
efore insertion 
rectum. Use a medium current 
for about 5 minutes dail 
Electrode No. S6 should always be 
psed in conjuction with  orif 


Flabby Breast 
Apply Ne. SI to whole 


surface’ of “brent medi "ear: 
Feat! for “46 minutes every ay, 


Freckles 


Cover surface with gauze Use elec- 
troge No. St dally: from #6 seicettcs 
wRb a mediam Current.“ Resian tes 
Apt to Be slow, ‘therefore Bere ae 


electrode 


Frost Bites 


No. SI applicator with 

lcator with a medium 
ESTER strenath, allowing short 
$0 pass to the agected tart for Seeet 
Ere minstes every two'or thice peout 
ings lasting ‘reauite in “a Shin BBE 


Furunculosis 


Boils, treat 
Mid "or “meatus No.5! 
Inflemmation ceases Suiciiy. 


electrode. 
strength. 


‘Treatments to ‘and 
phould be made through a turkish towel 
for 5—7 minutes and repeated twice « 
day if necessary. Intra-nasal_applics. 
tons of short duration with Electrode 

and weak current are often 
given by physicians in addition to the 
ment treatment. 


Hay Fever 


5 minutes and No. S10 or No. S28 
in nostrils for short period of time 
Applications should be of short duration 
but often repeated. It is advisable to 
anticipate the trouble and to begin treat- 
ments before attacks are expected or 
discomfort felt. Ozone treatments are 
of the greatest benefit. 


Headaches 
eet 
el ea AR, ae 
psc e 
peg res 
pe pan tha Se 


Hives and Rash 
Use electrode No. S! with medium 
current “a to affected area. Use 
High Fr Lubricant before 
ie 3S 


ing. the let 
Be sufficient i 


If re- 
lle. 





SNe Seer She 
OTE eSonence’ | Use 
iB strength for 58 minute 


Influenza 
(See Grippe.) 


Tnsomuia back of the head, neck and 
vcore tach the Band ack a 
sees aaptentne ik Sess 
SoS ea ees ee 
ipupréee che sinene oa Pee 


Tmpotence 
© most beneficial way of treating 
condition is by, the use of the 
Tube No. 5.9. with plenty. of 
Use surface electrode No. S-1 
Sfightiv raised over the aren of the agen 
Kal and’ spine for 5-7" minutes daily, 
Special iniormation on weakness of the 


Grgans of sex ts piven cleewhe is 
erean isewhere in thi 


Leucorrhea 

Follow the directions given under fe- 
fale troubles. “Also use clectrode Now 
Sf. moving it up and down the spine 
slowly. A strong current’ must” be 
used for about $—o minutes every day. 

is treatment should only be an adjunct 
to medicinal treatment and physic 


this 
prostatic 


Lumbago 
Since the object 
{reat the painful areas 


to relieve pain, 
With Electrode 


Now's? bain is dispelled. 


until all 


Massage 


Let patient hold met “ 
ne hand. turaiau’ dnteeeteetede in 
Wall draw apm Gs boinnestecs fer 


Mumps 


Treat ewollen parts 
No. 31. “aa 


Nervousness 


Treat spine, back of hea. 
Immediate results will be fee"? Pk 


Ise Electrode 


m current strength and sometimes 


strong curreats are advised. 


Paralysis 
Apply No, S} electrode along the af 
fected muscles. A strong current is nec: 
‘Keep. the electrode moving 
‘bout 6 minutes at a. time 
the affected part so that the 
rks ‘through 
Use th 


exsary, 
Treat for 
Lobrieat 
electrode slides easily. 
| turkish towel help quickly. 
method every day. 


Phihisis 
(See Consumption.) 


Piles (Hemorrhoids and other 


rectal dieases) 


Are treated best weith applicators No. 
S14, No. S33, No. S33, No. 534, No. $36. 
Lubricate electrode before insertion with 
High Frequency Iubricant. Use a me. 
dium current for about 3 minutes ‘not 
more than once a day. Electrode 56 
should always be used in conjunction 
Seth others. 


Pimples (Acne Vulgaris) 


(See Acne.) 


Pleurisy 


Une preferably electrode No. 52. Cover 
tng Bak" nd’ the ‘chest bya vigorous 
thevsiin becomes quite red. “Keep the 

rode moving and treat (Or Rbsht 
SSmisutea” High Frecuency. fe ag ad 
hd ‘nobody “should fail'to consult set 

Proper authority. er 





Poison Ivy 
mengy Jubricant Brat 
UstPRE, ‘Siler Rar"SP electrode edge: 
Reto ticle ara: RC ae 
Bee Ce ee oe 
caret Set ange 


Pyorrbea 


‘Applications with electrode No. S10 or 
ssé'wath'n weak gr medium current help 
really to reestablish a healthy condt. 
Eon of the gums.” A removal of deposits 
ieveccanory however, by | mechanical 
‘uraical means In order to fight 
disease. A dentist must. be consulted. 
High “Frequency. treatments promote 


Proper nutritions! improvements” and 
haition to thin have matieeptic and antl, 
toxic properties 


Red Nose (Acne Rosecea) 


Use preferably electrode No. SI and 
apply only. short periods, say’ about 2 
falhutes, small "sparks by “holding: the 
lectrode ‘edgeways or litting it some: 
what about an eighth: of an inch. The 
sbject"in to destroy the enlarged’ veins 
FS treatment mit ot be carried te 
as the Condition permits. Several’ day 


Test between treatments: m: 


Several days 
be advisable. 


ay sometimes 


Rheumatism 


stay pits have to 
soPSGRe Syntace sed 
fess ce ofr aaa 
ie ened enter ete 
wi tite bari, gate eer 
is, patente til Seco 
Peat these epplications se efter as yin 
spiast bat ncn CineP tects fesse 


ough clothing ‘or several layers of a 


pe ‘atlantic method “ol 
Efeating the scalp. “Tes benedciat value 


: sa 

Vier Raye pietuce » normal, and 
vente thats’ tapoverished 
aie, restore fte natural lustre and full 
See treet ie ne 


: 
a ee 
cS ee = 
High Frequency Current and patience 
erg oes 
SEMEL Ces stored to i 
A ee 
ie not sk! too pak by aoe 

ees ae ee! 
No. S3-are the only reliable means at 
sae Be 


Scars 

The object is to destroy the scar 
tissue so that ‘new tissue may form. 
Use therefore, a ‘strong spark. Apply 
either electrode No. | edgewaye. or still 
Setter ‘use electrode No. S10. with the 
necessary care. A few minutes, some- 
times only seconds will suffice in cer. 
tain cases where the scar is sinall an 
not too old” Judgment should be used. 


Sciatica 

Is an affection of the great 
nerve trunk. [ts cause ie found .in 
Reuralgia and also sometimes in thew 
matism. The sciatic nerves run down 
the thizh from hip to knee. They lie 
pear the bones deep under the heavy 
muscles. Sometimes they become so in- 
Hamed and tender that even the slight 
St pressure causes an extreme pain. A 
Counter-irritating discharge" applied 
through the clothing or over the painful 
area. with electrode No. Si or No. S2 
wil bring cuick relief. 


Skin Disease 
In all skin i 
spray 


es the Hizh Frequency 
(Small sparks) is most succes 





lee 


vail 


Stiff Neck and Joints 

ew aame manner aa ex: 

nigel utter “Nevritin Une a longer 

tment if necessary. In cases of 

Tor Coan (stiff og rub a ee! 

Snd'"Gown ‘the neck om sides for 
3085 “minutes. 


Sore Feet and Stone Bruises 
Applications with aay suitable appl: 

being quick relief. Use High’ Frequency 

lubricant and treat for several minutes, 


Sore Throat 


Electrode No. $5 is best suited for ex: 
ternal throat applications. High Fre 
WWency lubricant’ should be used and 
the electrode moved up and down the 
throat’ in close contact, covering all 
parts well for 3 oF 6 minutes, with a 
Medium or strong current; repeat 2 or 
3 times a day In some obstinate cases, 


Sprains 
Catena 


guffice, Repeat ax circumstances indi- 


Tonsilitis 


Use No. $5 electrode and apply in the 
Throat” "Physicians os elerteede Re, 


a 
Futloe pois ren aacte q 
inurm' point rest aivectiy ‘on 

the wort and tise '® weak current. Ba 

mMsciaauer”cyitent Through the’ decree 

Sramtation, CA\ few seconds are sacelty 
ficient.” Wale % of 3 Gays for re 

and repeat operation if necessary: 


Ovone Generator. 
logue.) 


(See Electrode Cal 


Writers’ Cramp 
Apply No. Si electrode with medium 
current for about 6 minutes from finger 
back of hand and arm to 
id spine. This treatment can 
also be made through a towel if it can 
be tolerated. 


Wrinkles 

‘Are. comomaly aivea 
set of facial muscles more, than “nor 
mally. ‘They can be removed by apply- 
Ing Electrode No. Sl right over. them 

fy Sw rotary, “massaging Tovement, 
muscles and arrests the Dlighting marks 
ot time: 


For those who desire more exhaustive information on High- 
Frequency currents we recommend : 


N. M, Eberhart, M. D., Ph. D.,D. C. L., Manual of H. F, Cur- 
rents, $4.00. 


We have copies of the above Manual in stock. 





No. S-5 External throat electrode, 
and limbs 


No. 


S6 Metal handle used for giving indirect treatments 





. $-56 Insulated ear electrode aie 


$-58 Insulated internal throat electrode 


31 Insulated vaginal electrode 
the vagina 


=p 


S-14 Plain rectil electrode, small di 


generation of ozone within 
5 $3.00 


ameter 


-S-33 Plain rectal. large diameter 


8-35 Plain rectal, medium diameter 
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“No. S-32 Insulated rectal. large diameter = 
No. S-34 Insulated rectal, medium diameter 
No. $-36 Insulated rectal electrode, small -- 


fh ey 
. $-18 Eye electrode, also used for coms 2 
§-39 Double eye electrode... .... 14 


» $-20 Fulguration electrode for removal of warts, moles, diseased 
STOWths, etcat s5255. ac i) Me RSins oh omg $2.00 


$-38 Hollow surface shaped, generates oZOne within cavity and fits 
nicely over certain parts as cheekbones $1.25 


yp aM 


$1 Dental Electrode for Gum treatment, Right side of Jaw 
$42. Dental Electrode for Gum treatment, left side of Jaw. . 
3 Dental Electrode for Gum treatment inside of Jaw 
4 Dental Electrode for front Gum treatment 
$45 Dental Electrode for inside of Jaw 
S-46 Insulated Electrode covers smail 


———— 
S-49 Dental Abscess Electrode 
50 Insulated Urethral Electrode 





which pe 
hin inbatan amd placed in the eecetacle, Squeezing the 
rubber bald fofete the Ozone bubbles through hin mix: 
tore and is inhaled i the form of 2 vapor. 


Ue soeld Be esered tbe same ab any othe lee 
trode, and the machise supported on 4 table, The band 
puns be in, ceatat with eh gle stem of the greeter 
‘and 


‘The Ozone permeater every. cell in the lungs, destroy 
ing any germ life and soothing the inflamed cissuer. For 
Anemia, Hay Fever. Coughs. Catarth, Asthma, Bronchi. 


tis, Insomnia, Neevous Debi 


‘The treatmente are exceedingly ag 


oe of a trip to the pine woods. 


Price complete with all the attachments and one 


bottle of inbala 


No. S-28 Ozone generator, complete with 1 oz, bottle of inhalant, 
‘Rose and mouth-piece and bulb See ee $10.00 
Extra Inbalant REN a teeapsees Ui00l$ 


The Eastern Laboratories, Inc., wi ea is a 
any spec elite hat may aed Plated 2 Faith, spon application, 
NOTE: Damages arisin; 


from cai : 
ante, If instructiong arc maine {£0m carelessness are mot covered by our guar 


perly followed the instrument will last indefinitely, 


Unless otherwise specified all i ie 
itandard voltage o} pecifigd all machines will be furnished to operate on 
Be on 220 aah ads 120 vole. Machines can also be furaished to epee 
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We cannot, too strongly, recommend the use of our Thera- 
peutic Lamps in connection with the violet ray treatment, The 
rays developed by these lamps penetrate deep into the flesh, greatly 
stimulating glandular activity. The opening of the pores, due to 
the heat rays, give the high frequency current ready access to the 
part in treatment. The combined actions of the heat, light and high 
frequency current, have a pronounced germicidal effect and is 
especially recommended for pimples, boils, eczema, barber's itch 
and such conditions which involve the skin 


On the following pages we have illustrated two types. of 


lamps, both of which have been successfully used in connection 
with the violet ray. 


The lamp should be permanently fastened and is preferably 
mounted on one of our telescoping and collapsible stands. Thi 
will hold the lamp absolutely rigid and in the desired position, 


leaving the operator or patient free to apply the violet ray machine. 





Marvelite No. 99 

List Price $10.00 
The Marvelite No. 99 Therapeutic Lamp has been carefully 
designed, both mechanically and electrically and embodies many 


unique features. The entire lamp is made of one piece of alum- 


inum, insuring both lightness and unusual strength and rugged- 


ness, The reflector has been so designed to eliminate the customary 
focus point and insure a beam of parallel rays of uniform intensity 


over the entire area, 


The Marvelite No. 99 is equipped with 7 feet reinforced 
cord and one 260-watt carbon lamp. 


Marvelite Stand 





Marvelite Junior No. 97 
(Red, White and Blue, 16 C. P. Lamp) 


List Price $7.00 


The Marvelite Junior, No. 97.\g)mplete with seven feet of 
reinforced cord and three 16-candle power lamps, red, white and 
blue. 


The Marvelite Junior Therapeutic Lamp is constructed of 
highly polished aluminum, extremely light in weight, making 
it an ideal lamp for beauty parlor work and home treatment 
Aside from its therapeutic value, this lamp is of great assistance in 


hair drying, mud packs, oil shampoos, bleaching, etc. 


The Marvelite Junior No. 98, same as No. 97, but equipped 


with one 100-watt carbon lamp 


List Price $7.00 





